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IX. ExtraSi of a Letter from Mr. William 
Arderon F. R S. to Mr. H. Baker F.R.S. 
concerning the hot Weather in July laji. 

^ear Sir^ 
Read'nov.iir^ iHIS Letter waits upon you with 

^^^^ JL "^y Obfcrvations on the late hot 
Weather 5 which, for 12 Days paft, has been here at 
Norwich the moft excelllve I ever knew^ The Be- 
ginning of this Heat was on the 8th of this inftant 
^ulyh on which (tlio' the whole Day was cloudy) 
the Ground was fo uncommonly hot, that 1 could 
not bear to walk on it long together without much 
Uneafincfs 5 and many were fenfible of the fame 
Inconvenience as well as myfclf. 

On Wednefday the nth, which was the hotteft 
Day of all, my Thermometer in the Sun's Rays flood 
II Dcsrecs above the Heat of human Bloody and 
in the Shade, in my Houfc, only 8 Degrees below 
it. The Diftance between Freezing and the Heac of 
human Blood being divided into 100 Parts. 

An Inch of Tallow, y^o o^ ^'^ \n<:\\ in D'ameter, 
liquefied in the Sun in Icfs than 30 Minutes, A Piece 
of Refin, ^ of an Inch in Diameter, became fo foft 
as to be liable to take any Imprellion in the fame 
time. 

But, that you may form a better Judgment of the 
Heat at Norwich^ on the faid iith Day oijuly^ and 
for three Days before, and for 3 Days after, you will 
fee below how Hauksbees Thermometer ftood at 
different Times in each of thofe Days. 

D d d d 2 July 
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•/**/ "i Evening lo 2^ 
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{Morning 7 26 
Evening 2 if 
Evening 10 18 
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r Morning 7 24 

"^uly loi Evening 2 11 

(^Evening 10 id 

{Morning 7 19 Reaum.Fahr. 

Evening a 8^= 1026 = 83 

Evening 10 16 
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{Morning 7 iS 
Evening 2 12 
Evening 10 16 
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Morning 7 18 

Jufy 13 '^Evening 2 12 

Evening 10 16 



{Morning 7 32 
Evening 2 15 
Evening 10 29 

I obfervc 3 o* Clock in the Afternoon, when the 
Sky is clear, is the hotteft Part of the Day 5 but 
Clouds moftly came on about that time ovx thefe 
Days. 

Many People here, who judged by their outward 
Senfes only, without paying any Regard to Thermo- 

ttieters;> 
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ifictert, have thought the iith o^ June 1748 was 
hotter : But I imagine the Reafon to be, that the 
Heat this Year came on gradually from Day to Day j 
whereas in the Year 1748 it was much more fudt enj 
the Thcrmorneter then rifing 22 Degrees more in 
one Day than the preceding \ which, confequentiy, 
would maice the Difference between one Day and 
another appear the more cxrrao dinary. But, by my 
Obfcrvatiom on the iith o\ June 1748, Hauksbees 
Thermometer ilood at 14-^5 iuU 6 Degrees cooler 
than on the nth of this prefent Julj. lam, 

SIR, 

"1750. * Tour moji hmhle Servant^ 

William Arderoiii 

5P. S. Several Horfes have dropped down dead un- 
der their Matters, overcome by this violent Heat. 



M». 



X, A total Eclipfe of the Moon, obferved 
Dec. 2, 1750. in the Morning in the 
Strand, London, about ^" of Time Wefi of 
St. PaulV, and 27" Weft of the Royal Ob- 
fervatory at Greenwich j by Dr. Bevis and 
Mr, James Short F. R. S. 

Ji<ad Dec. 13. jk SENSIBLE Temmbra t ' " 
1750- ^ (2)^r. 1.) at i^ 32 o 

The Eclipfe judged to begin at , 36 50 

Qr'maldi 



